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■ "Siiiee‘1952 tha Sovie t ^oniw t enfilnc.r ri>’g t have 1)0011 tart^i ^5 'boring 
Bhcbines of the tjrpo^Mjptn for the ’wchooJjtfttiou and spoediag-up of 
varlou* imdorground voiTui. 


"Underground boring anchlnea of the type have been in use for 


several years' 4^the aining laiistry for iwdting underground passages 
vlth a dlaaeteV^f two -three oetcru . 


TKw bored-out earth 1* tianspoitol outside by means of small mechanlied 
carts which are used In the coeil industry. 






^d iron l-T X 0.3 m; uonneetiug the sheets 'by 
of eljt.it bolts". 
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